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INDEX TO VOLUME XXVII, 1956 


The first number after each item in this index refers to the issue of 
Volume XXVII of California Schools in which the item may be found; 
the second number cites the page or pages on which the item appears. 
The numbers of the issues are separated from the page references by 
commas; a semicolon separates references to the same subject. 


References to digests of interpretations of law which are applicable 
to schools are indexed under the general heading “Legal Interpreta- 
tions.” These items are not cited separately in the general index. 
Abbreviations have been used in the index of legal interpretations to 
indicate that the items are from the California Supreme Court (SC), 
the California District Courts of Appeal (DCA), or the California 
Attorney General’s Office (AGO). 


t 


Accreditation Committee, regulation pertaining to, amended, 1, 16 
Adams, oe ny = appointed Rehabilitation Counselor, 10, 377 
Administrative Adviser (See Kearney, Laurence D.) 
Admission requirements - California institutions of higher education, differences 
in, 12, 417-30 
Adult education, announcement of examination for Consultant in, 3, 110; 
changes in rules and regulations pertaining to schools and 
classes for, 5, 212-13 
American Education Week, 1956, 6, 245; 10, 381 
American folklore material, 11, 410 
American Legion scholarships for children of veterans, 12, 456 
American Overseas Education Organization, formation of, 4, 145 
Anderson, E. Robert, member of San Diego State College Advisory Board, 7, 270 
Appellate court (See California District Courts of Appeal) 
Applequist, Harry A., appointed Consultant in Physical Education, 10, 377 
Appointment of 
Acting Chief, Bureau of Audio-Visual Education, 4, 136 
A tive Assistant to the Superintendent of Public Instruction, 12, 449 
Assistant Chief, Bureau of School Apportionments and Reports, 12, 449 
Assistant Counsel, Administrative Adviser’s Office, 10, 377 
Assistant District Supervisors, Bureau of Vocational Rehabilitation, 8, 318; 9, 
345 


Assistant ape tS aca Division of State Colleges and Teacher Educa- 
tion, 1, 12; 4, 1 
Associate Superintendents of Public Instruction (reappointments), 9, 350; 11, 


404 

Chief, Bureau of School Apportionments and Reports, 6, 243 

Chief, Division of Instruction (reappointment), 11, 404 

Chief, Division of Special Schoc!s and Services, 9, 350; 10, 376-77 

Chief, Division of State Colleges and Teacher Education (reappointment), 9, 
350 


Consultant in Adult Education, 12, 449 

Consultant in Curriculum Development, 7, 268 

Consultant in Guidance, 9, 344 

Consultant in Physical Education, 10, 377 

Consultant in Secondary Education, 7, 268 

Co-ordinator of Teacher Recruitment, Division of State Colleges and Teacher 
Education, 4, 136 

Credentials Technician, 8, 318 

Deputy Superintendent of Public Instruction, 9, 350; 10, 376-77 

District Medical Consultant, Bureau of Vocational Rehabilitation, 4, 136 
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Appointment of (continued) 
District Supervisor, Bureau of Vocational Rehabilitation, 7, 269 
Editorial Assistants, 7, 268-69 
Field Representative, Bureau of Readjustment Education, 1, 12 
Field Representatives, Bureau of School Pianning, 6, 243; 9, 344 
Medical Consultants, 8, 318; 9, 345; 10, 377 
Program Analyst, Bureau of Vocational Rehabilitation, 8, 318 
Psychiatric Consultant, Bureau of Vocational Rehabilitation, 12, 449 
Regional Supervisor, Bureau of Business Education, 12, 448-49 
Regional Supervisors, Bureau of Vocational Rehabilitation 7, 269 
Rehabilitation Counselors (Vocational Rehabilitation Officers), 1, 12; 2, 58; 4, 
136; 8, 318; 9, 345; 10, 377; 11, 398; 12, 449 
Specialist i in Teacher Education, Division of State Colleges and Teacher Educa- 
tion, 12, 448 
State College Advisory Board members, 2, 62; 7, 270; 11, 407 
State Curriculum Commission members, 2, "62; 9, 348 
Supervisor of Elementary Textbook Distribution, 9, 344 
Vocational Rehabilitation Officers (See Rehabilitation Counselors) 
Apparent articles on: “Apportionment of the State School Fund for the 
Fiscal Year 1955-56,” by’ ay H. Johnson, 9, 337-42; “First Period Appor- 
tionment for Growth,” by Ralph R. Boyden, 4, 130-34; “Principal Appor- 
tionment of the State School Fund, 1956-57,” by mf H. a 12, 437-43; 
“Special Purpose Apportionment "of the State School Fund 1955-56,” by 
Ray H. Johnson, 3, 72-74; “Three-Year Report of ne "and State Al- 
lowances for Automobile’ Driver Training,” by Ray H. Johnson and V. 
. Tancreto, 11, 392-96 
Approval, of appointments to state college advisory boards, 2, 62; 7, 270; 11, 407; 
of appointments to State Curriculum Commission, 2, 62; 9, 348; of organ- 
izations for which memberships are paid from school district funds, 1, 17- 
18; 4, 144; 7, 273-74; 9, 349; 11, 404-05; of proposals for reo tion of 
school districts, a 63; 3 212; 7, 272; 9, 348; 11, 404; of schools and classes 
for adults, regulations pertaining to, 5, 212- 13 
Archer, Loran Duane, a pened Rehabilitation Counselor, 10, 377 
Architectural funds available, 10, 378-79 
Arithmetic, elementary textbooks adopted in, 7, 273; refresher course recommended 
in, 9, 333 
Attendance accountin ge on, 2, 59 
Attendance, average daily, statistics on, 3, 73; 91-101 
Attorney General (See California Attorney General) 
Audit, school, function of, 11, 390-91 
Automobile — training, article on expenses and state allowances for, 11, 392-96; 
rules and regulations pertaining to, changed, 5, 213 
Bachelor of education degree, regulations pertaining to, amended, 5, 214 
Bail, Bernard W., M.D., appointed Psychiatric Consultant, 12, 449 
Bailey, Franklin "C., appointed Assistant District Supervisor, Bureau of Vocational 
Rehabilitation, 9, 345 
Bixby, Llewellyn, Jr., member of Long Beach State College Advisory Board, 11, 
407 


Blyth, Donald 4 ~ segura Regional Supervisor, Bureau of Vocational Rehabili- 
tation, 7, 26 

Boyden, Ralph R., ae of “First Period Apportionment for Growth,” 4, 130-34; 
“General Fund Expenditures for the Fiscal Years, 1953-54 and 1954-55, es 
91-101; resignation of, 6, 243 

Brown, G. Stewart, member of San Francisco State College Advisory Board, 11, 407 

Brown, Mrs. Rollin, report by, of committee on teacher recruitment, 8, 293-94 

Browne, Robert E., appointed Consultant in Curriculum Development, 7, 268 

Brownell, William ‘A., address by, on criticisms of teacher education, 8, 290-93 

Brubaker, Crawford F., appointed District Supervisor, Bureau of Vocational Re- 
habilitation, 8, 318 

Buffum, Harry, member of Long Beach State College Advisory Board, 11, 407 

Bunin, Albert, appointed Rehabilitation Counselor, 11, 398 
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Burchill, George H., member of San Jose State College Advisory Board, 11, 407 

Burkman, Joel A., retirement of, 6, 242 : 

Busses, school, rules and regulations for operation and construction of, 9, 348 

Calendar of Educational Meetings and Events (1955-56), additions to, 1, 17; 2, 65; 
3, 107; 4, 144; (1956-57), announced, 9, 353-58; additions to, 10, 380; 11, 411; 
12, 457 (See also Conferences) 

California Administrative Code, Title 5, Education, changes in: 1, 16; 2, 258, 63-64; 
4, 135-36; 5, 199-204; 7, 267-68; 9, 348, 350-51; 10, 375-76; 11, 397, 406-07 

California Association of Public School Business Officials, handbook published by, 
10, 382 

California Association of Secondary School Administrators: Committee on Co- 
ordination of High School Graduation Requirements, final report of, 
9, 327-36 

California Attorney General, digests of opinions of: 2, 61; 4, 139-42; 5, 209-10; 
9, 346-47; 11, 401-03; 12, 451-52 

California Committee on Social Studies (See State Central Committee) 

California Congress of Parents and Teachers, scholarships and loans by, 1, 19; 
committee of, on teacher recruitment, 10, 369-72 

California Council on Teacher Education: Fresno Conference, 1955, summary of, 
4, 123; Spring Conference, 1956, report of, 8, 283-300 

California cumulative records, handbook on, Department bulletin announced, 12, 445 

California District Courts of Appeal, digests of opinions of: 1, 14-15; 3, 105-06; 
4, 139; 9, 347; 11, 399-400; 12, 451-52 

“California Project on Fitness,” by C. Carson Conrad, 10, 373-74 

California School Supervisors Association, scholarship awarded by, 2, 64 

California Supreme Court, digests of opinions of, 1, 14 

California Teacher Placement Agencies, list, 12, 453-55 

California Teachers Association, code of ethics and statement of official policy of, 
available, 6, 245; committees of, on teacher recruitment, 10, 369-72 

Calloway, Harry E., member of San Diego State College Advisory Board, 11, 407 

Campbell, Mary Jane, appointed Rehabilitation Counselor, 4, 136 

Carbon tetrachloride, warning about use of, 6, 245-46 

Carlton, Theodore, M.D., appointed Medical Consultant, 9, 345 

Carter, Frederick A., appointed Rehabilitation Counselor, 2, 58 

Caton, Dorothy M., retirement of, 7, 269 

Centennial celebrations announced: in honor of Louis D. Brandeis, 8, 319; Woodrow 
Wilson, 6, 245 

“Certification in California Public Schools, July 1, 1954, to June 30, 1955,” by James 
C. Stone, 3, 75-90 

Chace, John S., M.D., member of Chico State College Advisory Board, 11, 407 

“Changes in Special School District Tax Election Law,” by Frank M. Wright, 
4, 119-22 

“Changing Times and the Secondary School Program,” by Roy E. Simpson, 
7, 255-66 

Child care centers, regulations pertaining to changed, 11, 397 

Civil Defense for Personal and Family Survival: A Handbook for Teachers, Stu- 
dents and Parents, Department bulletin, announced, 3, 103 

Claypool, B. E., appointed Supervisor of Elementary Textbook Distribution, 9, 344 

Conferences: of California Council on Teacher Education, Fresno, 1955, report on, 
4, 123-29; Santa Barbara, 1956, report on, 8, 283-300; of California Teachers 
Association, on recruitment clinics, 10, 369-72; of California Secondary 
School Administrators, San Diego, 1956, 7, 255-66; of National Council of 
Teachers on Mathematics, 8, 320; on education of the blind, 1, 23; on 
education of the mentally retarded, 2, 65; (See also Calendar of Educational 
Meetings and Events) 

Conner, Jay Davis, reappointed Associate Superintendent of Public Instruction; 
and Chief, Division of Instruction, 11, 404; communication from, regarding 
curriculums and publication services available, 10, 377-78 

Connick, Chester W., member of Humboldt State College Advisory Board, 11, 407 

Conrad, C. Carson, author of “California Project on Fitness,” 10, 373-74 
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Conservation, field study in, 3, 107-08 

“Conservation Week, 1956,” 2, 31-32 : 

Contests and awards: announced, Achievement Awards, 1, 21-22; high school 
photography, 11, 410; Kimber Award in Instrumental Music, 1, 21; annual 
essay, National Association for Gifted Children, 5, 215; Science Talent 
Search, 8, 320; Traffic Safety posters, 1, 22; winners, Industrial Arts Aw: 
1955, 1, 20; 1956, 11, 408; prize essay award, Manufacturers Association o: 
Evansville, Indiana, 12, 456; Traffic Safety essays, high school publications, 8, 
319-20; Traffic Safety posters, 1954-55, 1, 20 (See also Scholarships) 

Convertible classroom, plan of, 5, 149 (cover illustration, May issue) 

Cooper, Kirk, member Humboldt State College Advisory Board, 11, 407 

Co-ordination of high school graduation requirements, article on, 9, 327-36 

Corey, Arthur F., address by, on criticisms of teacher education, 8, 285-86 

Correspondence schools, accredited, list available, 11, 409 

County school service fund, rules and regulations adopted for, 7, 267 

Course in Floor Covering, Part 1, Department publication, announced, 3, 102 

Cover illustrations 

American River Junior College, Del Paso Heights, Sacramento County, De- 
cember issue 
Big Creek Elementary School, Big Creek, Fresno County, November issue 
Calvin J. Lauderbach Elementary School, Chula Vista, San Diego County, 
September issue 
Caruthers Union High School, Caruthers, Fresno County, July issue 
Death Valley Union High School, Shoshone, Inyo County, May issue 
Del Norte County High School, Crescent City, April issue 
. E. Van Wig Elementary School, Bassett, Los Angeles County, February issue 
'aloma Junior College, San Marcos, San Diego County, October issue 
Pleyto Elementary School, Pleyto, Monterey County, January issue 
Starr King Elementary School, Carmichael, Sacramento County, March issue 
Ventura Junior College, Ventura County, June issue 
Yosemite Elementary School, Yosemite National Park, Mariposa County, August 
issue 
Cox, Bennett W., appointed Rehabilitation Counselor, 11, 398 
Cox, Ronald W., communication from, regarding the grounding of electrical equip- 
‘ment in schools, 12, 447-48 

Credential structure, progress report of the committee on revision of, 8, 294-96; 
11, 405 

Credentials and life diplomas for public school service: 

health standards required for applicants, 5, 214 

procedures relating to reinstatement of, changed, 7, 274 

provisional, revised, for teaching exceptional children, 7, 270-71; for general 
elementary, general secondary, and for pilot teacher educational programs, 
7, 272 

reinstatement of, 2, 63; 5, 212; 9, 349; 11, 405 

revocation of, 2, 63; 5, 212; 7, 274; 9, 349; 11, 405 

separate, repeal of regulations relating to, 7, 271 

supervision, rules and regulations changed, 11, 406-07 

Credit authorization for summer sessions, regulations pertaining to, amended, 5, 214 

Crum, Dwight Ralph, appointed Regional Supervisor of Business Education, 12, 
448-49 

Cumulative records, handbook on, announced, 12, 445 

Curriculum, state commission members appointed, 2, 62; 9, 348; publications and 
services pertaining to, available, 10, 377-78 

Dawson, Clara Newkirk, appointed Rehabilitation Counselor, 9, 345 

Deering, E. R., compiler of Handbook on Attendance Accounting in California 
Public Schools, 1955 Edition, Department bulletin, announced, 2, 59 

“Departmental Communications”: 1, 12-13; 2, 58-60; 3, 102-04; 4, 135-38; 5, 199-208; 
6, 242-44; 7, 267-69; 8, 318; 9, 343-45; 10, 375-80; 11, 397-98; 12, 444-50 

Destruction of records, regulations pertaining to procedures for, 7, 267 
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Director of Education: appointments by, of state college advisory board members, 
2, 62; 7, 270; 11, 407; regulations adopted by, 2, 58; 5, 204; 10, 375 

Director of Teacher Education, University of California, Berkeley, appointed, 
6, 242-43 

Directory of Administrative and Supervisory Personnel of California Public 
Schools, ... ,” Department bulletin, announced, as of November, 1955, 
3, 102; as of October, 1956, 12, 445 

“Directory of California State Department of Education,” 1, 27; 3, 114; 5, 219; 
6, 249; 7, 279; 8, 323; 9, 361; 10, 385; 11, 413; 12, 459 

Directory of Public Recreation and Park Agencies Providing Year-round Services, 
1955-56, publication announced, 3, 109 

District Courts of Appeal (See California District Courts of Appeal) 

Dormitory units, schedule of rents for, changed, 2, 58 

Doyle, Francis Wright, named Deputy Superintendent of Public Instruction; and 
Chief, Division of Special Schools and Services, 10, 376-77 

Drake, Charles Poe, appointed Rehabilitation Counselor, 12, 449 

Driver training program, report of state allowances for, 11, 392-96 

Dunigan, Lowell H., appointed Assistant Research Technician, 1, 12; coauthor of 
“A Study of the June 1955 Graduates of Public High Schools in Certain 
California Counties,” 12, 417-30 

Dyas, W. S., retirement of, 9, 343-44 

Eales, John R., appointed Consultant in Secondary Education, 7, 268 

Eaton, Susan L., appointed Rehabilitation Counselor, 4, 136 

Education Code, changes in, referred to, 4, 119-22 

“Education in California—A Report to the People,” by Roy E. Simpson, 6, 223-38 

Education in early childhood, teachers guide to, Department publication, announced, 


12, 445 

Education, of blind children, conference on, 1, 23; of mentally retarded students, 
2, 65; of visually handicapped children, 1, 3-11; program of, for war 
orphans, 12, 457; teacher, reports of California Council of, 4, 123-29; 8, 
283-300; White House Conference on, report of committees for, 8, 293-96 

Education Research, Bureau of: statistics on enrollment compiled by, 2, 41-57; 8, 

Educational benefits, to veterans, termination of, 5, 206-07; to war orphans of vet- 
erans, 12, 457 

Educational exchange program for teachers, 11, 409 

Educational meetings and events, calendar of, (1955-56), additions to, 1, 17; 2, 65; 
3, 107; 4, 144; (1956-57), 9, 353-58; additions to, 10, 380; 11, 411; 12, 457 
(See also Conferences) 

Educational opportunities for children of veterans, 12, 456 

Electrical equipment, grounding of, 12, 447-48 : 

Elementary Education, Bureau of, publication compiled by, Teachers Guide to 
Education in Early Childhood, announced, 12, 445 

Elementary school teaching, winning essay on, available, 12, 456 

Elementary schools: articulation of, with secondary schools, 7, 264-65; cover illus- 
trations of: January, February, March, August, September and November 
issues; textbooks for, in arithmetic, 7, 273; in geography and history, 5, 
211; 7, 273 

Eliel, Mrs. Paul, member of San Francisco State College Advisory Board, 11, 407 

Emley, Theresa W., appointed Editorial Assistant, 7, 268 

“Enrollment in California Public Schools, .. .,” articles compiled by Bureau of 
Education Research, as of October 31, 1955, 2, 41-57; as of March 31, 1956, 
8, 301-17 

“Enrollment, Pupils on Half-day Sessions and Classroom Needs in California,” by 
Frank M. Wright, 6, 239-41 

Ericksson, Wendell E., appointed Rehabilitation Counselor, 4, 136 

Esenoff, Carl M., member of San Diego State College Advisory Board, 11, 407 

European tour, for school administrators, 1957, announced, 8, 319 

Examinations announced: Assistant Chief, Bureau of School Apportionments and 
Reports, 5, 214-15; Field Representative, Public School Administration, 12, 
456; Specialist in Teacher Education, 6, 243-44 
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Expense, definitions of, for purposes of computing tuition for nonresident students, 
regulations pertaining to, 7, 267-68 : 

Farr, B. Floyd, member of San Jose State College Advisory Board, 11, 407 

Federal aid, under public law 874, 10, 365-68; building funds available under, from 
Housing and Home Finance Agency, 10, 378-79 

Fellowships: for personne! working with the physically handicapped, 2, 65; to 
promote international relations, Ford Foundation, 9, 352; to promote intra- 
cultural relations, Lisle, 4, 145; (See also Contests, Scholarships) 

Field study, in conservation, 3, 107 

“Final Report of the Committee on Co-ordination of High School Graduation 
Requirements,” 9, 327-36 

“First Period Apportionment for Growth,” by Ralph R. ag yg 4, 130-34 

“Five Years of Federal Aid Under Public Law 874,” by Ray H. Johnson and 
Dorothy Kirschman, 10, 365-68 _ 

Folklore, American, teaching aids on, available, 11, 410 

Ford Foundation Fellowships, 9, 352 

“For Your Information”: 1, 16-23; 2, 62-65; 3, 107-10; 4, 143-45; 5, 211-14; 6, 245-46; 
7, 270-76; 8, 319-20; 9, 348-58; 10, 381-82; 11, 404-11; 12, 453-57 

Fraser, Edwin, member of Humboldt State College Advisory Board, 2, 62 

“The Fresno Conference of the California Council on Teacher Education, 1955,” 
summary of, by James C. Stone, 4, 123-29 

Friedman, > appointed District Supervisor, Bureau of Vocational Rehabilita- 
tion, 7, 269 

Fulbright competition, 1957-58, announcement of, 7, 274-75 

Fuller, Andrew T., appointed Program Analyst, Bureau of Vocational Rehabilita- 
tion, 8, 318 

“The Function of a School Audit,” by Frank M. Wright, 11, 390-91 

Ganz, Walter M., appointed Rehabilitation Counselor, 11, 398 

Gay, Constance, appointed Rehabilitation Counselor, 8, 318 

“General Fund Expenditures for the Fiscal Years, 1953-54 and 1954-55,” by Ralph 
R. Boyden, 3, 91-101 

Geography arid history, elementary textbooks adopted in, 5, 211; 7, 273 

Gianoni, Frank, member of Humboldt State College Advisory Board, 2. 62 

Gibson, Charles D., coauthor of Planning School-Community Saviemmnin ing Fools, 
partment publication, announced, 12, 444 

Goldman, Burton H., M.D., appointed Medical Consultant, 8, 318 

Growth, first period apportionment for, 4, 130-34 

Guide for Planning Equipping Industrial Arts Shops in California Schools, De- 
partment publication, announced, 12, 444 

Guide, teachers, to education in early childhood, Department publication, 12, 445 

Handbook on Attendance Accounting in California Public Schools, 1955 Edition, 
Department bulletin, announced, 2, 59 

Health standards required of applicants for credentials for public school service, 


, 214 

Heffernan, Helen, scholarship in honor of, 2, 64 

Held, Willard I., appointed Rehabilitation Counselor, 1, 12 

Heller, Mrs. Edward H., member of San Francisco State College Advisory Board, 
11, 407 

Henderson, Mary, appointed Rehabilitation Counselor, 4, 136 

Hewitt, June G., appointed Rehabilitation Counselor, 10, 377 

Higgins, Alton R., M.D., appointed Medical Consultant, 8, 318 

High school, June 1955 graduates of, a study of, 12, 417-30; graduation requirements, 
for co-ordination of, 9, 327-36 

High schools: cover illustrations of, April, May and July issues; mathematics in, 
Department publication announced, 12, 446; textbooks, official list of, addi- 
tions to 1955 edition, 1, 12-13; 3, 103-104; 4, 137-38; additions to 1956 edi- 
tion, 10, 379-80; 12, 446-47; transferring students of, 9, 332-33 

Higher education, functions of, in a study of high school graduates, 12, 417-30 

History and geography, supplementary textbooks adopted in, 7, 273; textbooks for 
elementary grades adopted in, 5, 211 
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Holy, T. C., coauthor of “A Study of the June 1955 Graduates of Public High 
Schools in Certain California Counties,” 12, 417-30 

Huntley, W. C., member of Sacramento State College Advisory Board, 11, 407 

Hurd, Blair E., appointed Co-ordinator of Teacher Recruitment, 4, 136; author of 
“The 1956 Teacher Recruitment Clinics,” 10, 369-72 

Hyatt, Waldron, member of Humboldt State College Advisory Board, 2, 62 

Industrial arts education, contest awards in, 1, 20; 11, 408; planning and equipping 
shops for, publication on, announced, 12, 444 

Industrial safety, precautions for, in the use of carbon tetrachloride, 6, 245-46; in 
grounding of electrical equipment, 12, 447-48 

“In Memoriam”: Allen Keim, 12, 450; Margaret Rauch, 11, 389 

Intercultural relations, fellowship in the study of, 4, 145 

International relations, Ford Foundation fellowships in the study of, 9, 352 

“Interpretations of Law Applicable to Schools,” 1, 14-15; 2, 61; 3, 105-06; 4, 139-42; 
5, 209-10; 9, 346-47; 11, 399-403; 12, 451-52 (See Legal Interpretations) 

Jantzen, J. Marc, report of committee of California Council of Teacher Education, 
on relation of junior colleges to teacher education, 8, 298-99 

Johns, George W., member of San Francisco State College Advisory Board, 11, 
407 * 


Johnson, Ray H., 8 woe Chief, Bureau of School Apportionments and Reports, 
6, 243; articles by: “Apportionments of the State School Fund for the 
Fiscal Year 1955-56,” 9, 337-42; “Five Years of Federal Aid Under Public 
Law 874,” 10, 365-68; “Principal Apportionment of the State School Fund, 
1956-57,” 12, 437-43; “Special Purpose Apportionment of the State School 
Fund, 1955-56,” 3, 72-74; “Three-year Report of Expenses and State Allow- 
ances for Auto Driver Training,” 11, 392-96 
Junior colleges: cover illustrations of, June, October and December issues; ex- 
pansion of, 7, 257-58; in relation to teacher education, 8, 298-300 
omy high schools, programs of, 7, 258-59 : 
ust, a hs appointed Assistant Counsel, Administrative Adviser’s Office, 
Kearney, Laurence D., Administrative Adviser, author of digests of legal opinions, 
interpretations of law applicable to schools: 1, 14-15; 2, 61; 3, 105-06; 4, 
139-42; 5, 209-10; 9, 346-47; 11, 399-403; 12, 451-52 
Keim, Allen, in memoriam, 12, 450 
Kent, Tennessee, appointed to State Curriculum Commission, 2, 62 
Kinney, Ernestine, report of committee of California Council on Teacher Educa- 
tion, on teacher recruitment, 8, 296-97 
Kinney, Lucien B., report of committee of California Council on Teacher Educa- 
tion, on revision of credential structure, 8, 294-96 
Kirschman, Dorothy, coauthor of “Five Years of Federal Aid Under Public Law 
874,” 10, 365-68 
Knoell, Dorothy Marie, appointed Consultant in College Curricula, 11, 398 
Koehler, Lawrence E., appointed Consultant in Adult Education, 12, 449 
Kutzen, Leona, appointed Rehabilitation Counselor, 4, 136 
Lacy, I. Dell, appointed Rehabilitation Counselor, 8, 318 
on, Roderick G., recommendations of committee of California Council on 
Teacher Education, on social foundations in teacher education, 8, 297-98 
Larson, Carl A., Lyon Specialist in Teacher Education, 12,449 ~ 
Leavitt, oe = appointed Field Representative, Bureau of Readjustment Educa- 
tion, 1, 
LecaL INTERPRETATIONS 
absence, leave of, for noncertificated employees (AGO), 4, 140; military, 
qualifying for sabbatical, for state college members (AGO), 4, 142; 
adult classes, no state apportionments for, in local penal institutions (AGO), 
2, 61 
annexation, of elementary school districts within high school districts (AGO), 
9, 346 
attendance, eligibility for, by pupil living within school district (AGO), 4, 140 
blind students attending junior college, readers for (AGO), 12, 452 
boards of education, elective, in chartered counties (AGO), 4, 141 - 
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LecaL Inrerprerations (continued) 
building construction, local ordinances applicable to (DCA), 9, 347 
pa TAGO} Dot salary of, allowable cost during entire period of construction 
2, 61 
—— of salary of credentialed employee serving less than school term 
> 4, 142 
constitutionality, of charter providing for levy of city taxes for school purposes 
(DCA), !1, 400-01; of withholding state school moneys for failure to use 
state textbooks (AGO), 11, 402 
contract: between governing board member or member’s spouse and a ern- 
- board, in violation of Education Code (AGO), 4, 140-41; i pro ibited, 
ere governing board member is member of co-operative (AGO), 11, 
403; provisions of, construed in favor of public body, regarding excavated 
material (DCA), 9, 347 
costs: of election of school district governing board in district coterminous 
with city, required of the city (DCA), 4, 139; of pupil transportation, 
reimbursed, to guardian or Hao who is member of overning board 
(AGO), 4, 141; oe salaries of building inspectors, allowable, in state aided 
projects (AGO), 2, 61; of services of hearing officers, included in supervi- 
sion and administration charges (AGO), 4, 139-40 
county board of education: elective, in chartered counties (AGO), 4, 141; 
election of, consolidated with Va imary election ballot (AGO), 5, 209-10; 
destruction of records of (AGO), 9, 346-47; rules and —— of, per- 
taining to the acquisition of school supplies (AGO), 5, 
county superintendents of schools: destruction of records of (AGO), 9, 346-47; 
may obtain coverage for employees, of federal old age and survivors 
insurance (AGO), 5, 210 
credentials, revocation of, demurrer not sustained in case of (DCA), 3, 105 
“Tt hearin payable by retirement systems, subject to inheritance tax (SC 
destruction of coms age of county superintendents of schools, county committees 
on school distri anization, county boards of education, and boards of 
library trustees (AG ), 9, 346-47 
dismissal: for refusal to answer questions of congressional committee (DCA), 
1, 14-15; for refusal to answer questions of school board concerning mem- 
rships i in subversive organizations (DCA), 1, 15 
dual office, compatibility of holding, not judicially determined (AGO), 4. > 39 
funds, for reader services to blind persons attending junior colleges (AGO), 12 . 
452 
governing board of school district (See school district, governing board of) 
hearing officers, salaries for, may be included in cost of supervision and admin- 
_ days, schoo, poy 4, i : if ; 
olidays, schoo. yment of teachers’ salaries for, not contingent upon deci- 
sions of local on (AGO), 11, 401-02 “ iy 
improvements, on property leased by school districts (AGO), 11, 402 
inheritance tax, payable on death benefits from retirement systems (SC), 
insurance: coverage available for school district eye under ae ‘old 
age and survivors’ insurance program (AGO), 5, 210; inheritance tax due 
on death benefits from retirement systems (SC), 4 | 14; indemnity provision 
in school district lease (DCA), 11, 399-400; public liability required of 
school districts (AGO), 11, 401 
junior —*, funds for readers services for blind students attending (AGO), 
12, 452 
leaves of absence, for noncertificated employees of school districts ap 24 
Eo alone, qualifying for sabbatical, for state college members (A Go" 
liability: of city for person injured on property leased to school district (DCA), 
05-06 of school district and a teacher for injuries to pupils (DCA), 
liability insurance, required, to cover school districts, members of the board, 
officers, agents, and employees (AGO), 11, 401 
library trustees, destruction of records of board of (AGO), 9, 346-47 
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LecaL INTERPRETATIONS (continued) 
private schools permitted in zones in which public schools are permitted (SC), 


readers eg for blind students attending junior college, funds for (AGO), 
12, 45 
records, destruction of, rules and regulations hep to (AGO), 9, 346-47 
sabbatical leave for state college member, qualifying military service acceptable 
for (AGO), 4, 142 
salaries: computation of, for credentialed employees serving less than school 
term (AGO), 4, 142; payable to teachers for holidays (AGO), 11, 401-02; 
payable to teachers on temporary military leave (AGO), 12, 452; payable 
to building inspectors during entire period of construction (AGO), 2, 61; 
payable to hearing officers, from funds for supervision and administration 
(AGO), 4, 139-40 
school buildings, construction of, local ordinances applicable to (DCA), 9, 347; 
improvements on, when on property leased by school district (AGO), 11, 
402; salaries of inspectors of, allowable in state aided projects (AGO), 2, 61 
school district: 
annexation, proceedings effected in relation to elementary and high school 
(AGO), 9, 346 
attendance at school in, by pupils living in district (AGO), 4, 140 
claims against, time extension for filing (DCA), 12, 451; failure to file, 
within time limit, and status of deputy district attorney in case (DCA), 
12, 451-52 
contracts: excavating, provisions of, construed in favor of public body 
DCA), 9, 347; prohibited, where governing board member is member 
of co-operative (AGO), 11, 403; in violation of Education Code, be- 
tween governing board member or member’s spouse and governing 
board (AGO), 4, 140-41 
costs to, not liable for, in municipal elections including school district 
offices, if district is coterminous with city (DCA), 4, 139 
governing board of: compatibility of member of, holding city engineer’s 
office (AGO), 4, 142; contracts between member of, or member's 
spouse, and the board, in violation of Education Code (AGO), 4, 
140-41; contract prohibited where member of is member of co-opera- 
tive (AGO), 11, 403; members of may be reimbursed for costs of 
transportation for pupils of whom they are parents or guardians 
(AGO), 4, 141 
hearing officers for, cost of services included in supervision and administra- 
tion charges (AGO), 4, 139-40 
improvements on property leased by (AGO), 11, 402 
lease with indemnity provision, on city property, absolving lessee from 
claims (DCA), 11, 399 
leaves of absence for noncertificated employees of (AGO), 4, 140 
liability insurance, public, required of (AGO), 11, 401 
liability of: for injury to pupils (DCA), 3, 105-06; (DCA), 11, 399; not 
responsible for injuries to person injured on property leased from city 
(DCA), 11, 399-40 
library, destruction of records of the trustees of (AGO), 9, 346-47 
noncertificated employees, leaves of absence (AGO), 4, 140 
organization, destruction of records of county committees on (AGO), 9, 
346-47 
penal institutions, state apportionments for adult classes in, not allowable 
(AGO), 2, 61 
retirement systems, death benefits from, subject to inheritance tax (SC), 
1, 14; may obtain coverage for old age and survivors’ insurance pro- 
gram when not already under state or individual systems, through ap- 
plication of county superintendent (AGO), 5, 210 
salaries, for building inspectors, allowable cost on state aided projects for 
duration of construction (AGO), 2, 61; computation of, for creden- 
tialed employees serving less than a school term (AGO), 4, 142 
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Lecat INTERPRETATIONS (continued) ee 
school supplies, rules and regulations pertaining to county board of educa- 
tion ining (AGO), 5, 209 . 
state aided building proj salary of inspectors of, allowable for duration 
cena a oe cole: quittivia: wile. | sabbatical 
state co mem of, may apply ying tary leave to 
leave of absence (AGO), 3, 142; pF ins centers for (AGO), 11, 403 


taxes for school purposes, constitutionality of city charter provision for 
(DCA), 11, 400-01 : 

teacher: death benefits for, payable by retirement systems, declared subject to 
inheritance tax (SC), 1, 14; demurrer not sustained in proceeding for re- 
vocation of credentials of (DCA), 3, 105; liability of, for injuries to pupils 
(DCA), 3, 105-06; salaries payable, for school holidays (AGO), 11, 401-02 

textbooks, state, constitutionality of withholding state school moneys for fail- 


ure to use (AGO), 11, 402 ; 
transportation of pupils, reimbursement for, to parent or guardian member of 
governing board (AGO), 4, 141 6) sa ; 
zoning ordinance permitting private schools in district in which there are 
public schools (SC), 1, 14 i 
mma a" H., appointed Field Representative, Bureau of School Planning, 
Levin, Ralph, M.D., appointed Medical Consultant, 10, 377 
Levy, Joseph M., we Rehabilitation Counselor, 11, 398 _ 
Liaison Committee of the Regents of the University of California and State Board 
; of Education, Joint Staff of, 12, 417-18 : ; 
Lindsay, Frank B., coauthor of Civil Defense for Personal and Family Survival: 
A Handbook for Teachers, Students, and Parents, Department bulletin, 


3, 103 

List of California Educational Institutions Approved to Offer Training to Veterans 
Under Public Law 346 as Amended and Public Law 550, Department 
publication, announced 6, 244 

Lust, Clarence H., appointed Research Technician, Division of State Colleges and 
Teacher Education, 4, 136 

Magnuson, Henry W., coauthor of “Enrollment in California Public Schools, 
...+, as of October 31, 1955, 2, 41-57; as of March 31, 1956, 8, 301-17; 
Salaries of peer mer Employees in California Public Schools, 1955-56, 
Department publication, 6, 244 

Manary, Gordon, member of Humboldt State College Advisory Board, 11, 407 

Manual for the Study of School District Organization by County Committees, 

evised, 1955, Department bulletin, announced 2, 59 
Mathematics in California Public High Schools, Department bulletin, announced, 


12, 446 

McClellan, Marilyn R., appointed Rehabilitation Counselor, 8, 318 

McK Zenbon, Sabet, appointed Rehabilitation Counselor, 11, 398 

McClung, C. W., mem of Chico State College Advisory Board, i1, 407 

McGee, Richard A., member of Sacramento State College Advisory Board, 11, 407 

Mcintosh, Mrs. Martha K., reappointed to State Curriculum Commission, 9, 348 

Means, Louis E., coauthor of Planning School-Community Swimming Pools, De- 
partment publication, 2, 60 

Mentally retarded pupils, conference on, 2, 65; rules and regulations relating to 
special classes for, changed by State Board of Education, 2, 64 

“A Message to Californians on Public Schools Week, 1956,” by Roy E. Simpson, 
3, 71 

Misbach, Dorothy L., appointed Consultant in Education of the Visually Handi- 
capped, Bureau of Special Education, 11, 397-98 

Mork, Byron O., M.D., appointed Medical Consultant, 8, 318 

Morrison, Kevin Richard, appointed Rehabilitation Counselor, 10, 377 

Morton, Joseph V., appointed Rehabilitation Counselor, 4, 136 

Mottram, George C., appointed Rehabilitation Counselor, 8, 318 

Music, calls for bids for textbooks in, 2, 62 
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Organizations currently approved for school membership, list of, 1, 17-18; additions 
to, 4, 144; 7, 273-74; 9, 349; 11, 404-05 

Ormsby, George W., appointed Acting Chief, Bureau of Audio-Visual Education, 
4, 136 


O’Rourke, Everett V., coauthor of Civil Defense for Personal and Family Survival: 
A Handbook for Teachers, Students and Parents, Department bulletin, 
announced, 3, 103 

O’Toole, Mrs. Vivia E., member of San Diego State College Advisory Board, 11, 


407 
Pan American Day, observance of, 3, 108 
Patton, William T., member of Humbolde State College Advisory Board, 11, 407 
Pay plan for state ‘colleges, changes in rules and regulations for, 9, 349 
Peckinpah, C. L., member of Chico State College Advisory Board, 11, 407 
Physical education, article on, 10, 373-74 
Pinckney, Paul W., reappointed to State Curriculum Commission, 9, 348 
Placement agencies, for California teachers, list of, 12, 453-55 
Planning School-Community Swimming Pools, Department bulletin, announced, 2, 


60 

Porter, pg a Reverend, member of Sacramento State College Advisory 

11, 40 

Price, Hugh 6. appointed Consultant in Secondary Education, 7, 268 

“Principal Apportionment of the State School Fund, 1956-57,” by Ray H. John- 
son, 12, 437-43 

Professional education (See Teacher education) 

“Professional Literature—Publications Received”: 1, 24-26; 2, 66-67; 3, 111-13; 4, 
aa A saree 6, 247-48; 7, 277-78; 8, 321-22; 9, 359-60; 10, 383-84; 11, 

Professional Standards for Adult Education Administrators, Department bulletin, 
announced, 2, 59-60 

“Progress Report on Teacher Recruitment,” article, by James C. Stone, 2, 33-40 

Project, California, on fitness, article on, 10, 373-74 

Prudhomme, David L., appointed Editorial Assistant, 7, 268-69 

Public high schools, a study of June, 1955 graduates of, 12, 417-30 

Public school records, rules and regulations pertaining to destruction of, 7, 267 

“Public Schools Week, 1956,” by Roy E. Simpson, 3, 71 

Publications of Department of Education announced: 2, 59; 3, 102-03; 6, 244; 10, 
379; 12, 444-46 

“Publications Received” by State Department of Education (See Professional 
Literature) 

Rauch, Margaret, in memoriam, 11, 389 

Records: cumulative, handbook on, announced, 12, 445; of enrollment and scholar- 
ship, rules and regulations pertaining to, changed, 2, 63-64; public school, 
rules and regulations pertaining to destruction of, 7, 267 

Recruitment charts, announced available, 9, 345 

Recruitment of teachers: 1956 clinics on, 10, 369-72; progress report on, 2, 33-40; 
reports of California Council on Teacher Education committee on, 8, 
293-98; resolution on, by State Board of Education, 5, 211-12 

Regulations adopted: by Director of Education, 2, 58; 5, 204; 7, 270; by State Board 
of Education, 1, 16; 2, 63-64; 5, 212-14; 9, 348; 11, 406-07; by Superintendent 
of Public Instruction, 4, 135-36; 5, 199-203; 7, 267-68; 10, 375-76; 11, 397; 
by Teachers Retirement Board, 9, 350-51 

Reilly, Warren B., member of San Jose State College Advisory Board, 11, 407 

Rental of student housing facilities, rules and regulations pertaining to, changed, 
2, 58 

“Report of the California Central Committee on Social Studies,” 12, 431-36 

Report of the Study of Work Experience Programs in California High Schools 
and Junior Colleges, Department bulletin, announced, 10, 379 

Residence requirement for certain baccalaureate degrees, rules and regulations 


pertaining to, changed, 5, 213 
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Retirement: of Joel A. Burkman, 6, 242; of Dorothy M. Caton, 7, 269; of W. S. 
Dyas, 9, 343-44; of Herbert R. Stolz, M.D., 9, 343 

Retirement Board, Teachers, regulations adopted by, 9, 350-51 

Rivers, Paul L., communications from, regarding a statement of policy on school 

sites, 5, 204-06; regarding architectural funds, 10, 378-79 

Robertson, Harold O., member of Humboldt State College Advisory Board, 2, 62 

Roosevelt, Theodore, announcement of programs in honor of anniversary of, 9, 351 

Roper, Hazel V., appointed Rehabilitation Counselor, 11, 398 

Roth, John, member of Fresno State College Advisory Board, 2, 62 

Salaries of Certificated Employees in California Public Schools, 1955-56, Department 
publication, announced, 6, 244 

Salaries, - college employees, emergency regulations pertaining to, adopted, 
9, 348 


Scholarships and loans: announced, American Legion, 12, 456; California Congress 
of Parents and Teachers, 1, 19; California School Supervisors Association, 
in honor of Helen Heffernan, 2, 64; National Merit, in engineering, 1, 20; 
National Music Camp, 1956, 4, 144; War Orphans Education Program, 
12, 457; (See also Contests, Fellowships) 

School audits, functions of, 11, 390-91 

School building funds: available under federal aid, 10, 365-68, 378-79; regulations 
adopted by Superintendent of Public Instruction, pertaining to, 4, 135-36; 
in relation to school sites, 5, 204-06 

School busses, changes in rules and regulations pertaining to operation and con- 
struction of, 9, 348 

School business, procedures handbook on, revised, 10, 382 

School district memberships, approval of organizations for, 1, 17-18; 4, 144; 7, 273-74; 
9, 349; 11, 404-05 

School district organization, proposals for changes in, approved by State Board of 
Education: annexations, 7, 272; 9, 348; formation of a joint union elemen- 
tary district, 9, 348; formation of unified districts, 11, 404; formation of 
union elementary district, 2, 63; 5, 212; 11, 404 

School district unification, progress in, 6, 233-37; statement of policy on, adopted 
by State Board of Education, 4, 143 

School law (See Legal Interpretations) — sare 

School planning, architectural funds available for, 10, 378-79; publication on swim- 
ming pools, announced, 2, 60; publication on shops, industrial art, an- 
nounced, 12, 444; statement of policy on sites for, 5, 204-06 

School visits to State Capitol, 11, 411 

“Science in Action” TV Library, publication announced, 3, 109 

Secondary School Administrators, California Association of, final report of com- 
mittee of, on co-ordination of high school graduation requirements, 9, 327-36 

Secondary schools, articles on; changing times in relation to, by Roy E. Simpson, 
7, 255-66; co-ordination of caadeesiin requirements for, 9, 327-36; a study 
of June, 1955, graduates of, 12, 417-30; mathematics in, Department publica- 
tion announced, 12, 446; textbooks for, 1, 12-13; 3, 103-04; 4, 137-38; 10, 
379-80; 12, 446-47 

Semans, H. H., coauthor of “A Study of the June 1955 Graduates of Public High 
Schools in Certain California Counties,” 12, 417-30 

Shafer, Ross A., member of Long Beach State College Advisory Board, 11, 407 

Simpson, Roy E., addresses by: “Changing Times and the Secondary School Pro- 
gram,” 7, 255-66; “Education in California~A Report to the People,” 
6, 223; article by, “A Message to Californians on Public Schools Week, 
1956,” 3, 71 (See also Director of Education, Superintendent of Public 
Instruction) 

Slocum, om H., appointed Field Representative, Bureau of School Planning, 

Social fovndations in teacher education, 8, 297-98 

Social studies, a report of the State Central Committee on, 12, 431-36 

Special education: of the mentally retarded, fellowships in counseling, 2, 65; special 
programs for, 7, 259-60; special schools and classes for, regulations pertain- 

ing to, 2, 64; of the visually handicapped, 1, 3-11 _ 
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“Special Opportunities for School Personnel in California Summer Sessions, 1955,” 
5, 156-98 
“Special Purpose Apportionment of the State School Fund, 1955-56,” by Ray H. 
Johnson, 3, 72 2 
Special school districts, article on tax election law for, 4, 119-22 
Spencer, Peter L., address by, on criticisms of teacher education, 8, 289-90 
“Spring Conference of the California Council on Teacher Education: A Report 
of the 1956 Santa Barbara Conference of the CCTE,” by James C. 
8, 283-306 
State allowances for automobile driver training, 11, 392-96 
State Bar of California, pamphlets for teachers, provided by, 11, 408 
State Board of Education 
actions of: 1, 16-17; 2, 62-64; 4, 143-44; 5, 211-14; 7, 270-74; 9, 348-50; 11, 404-07 
adoption by: of resolution on teacher recruitment, 5, 211-12; of statement of 
policy on school district organization, 4, 143; of teacher’s manuals in 
arithmetic, 7, 273; of textbooks in history and geography, 5, 211; of sup- 
plementary textbooks in history and geography, 7, 273 
appointment or reappointment by, upon nomination of Superintendent of Public 
Instruction: of members of State Curriculum Commission, 2, 62; 9, 348; 
of members of state college advisory boards, 2, 62; 7, 270; 11, 407; of 
Associate Superintendents of Public Instruction, 9, 350; 11, 404; of Deputy 
Superintendent of Public Instruction, 9, 350 
approval of: proposals for reorganization of school districts, 2, 63; 5, 212; 
7, 272; 9, 348; 11, 404; organizations for school membership, 1, 17-18; 
4, 144; 7, 273-74; 9, 349; 11, 404-05 
call for bids authorized by, for textbooks in music, 2, 62 
granting by, of credential to applicant whose previous credentials had been 
revoked, 2, 63; 5, 212; 7, 274; 9, 349; 11, 405 
resolution by, on teacher recruitment, 5, 211-12 
revocation by, of credentials for public school service, 2, 63; 5, 212; 7, 274; 
9, 349; 11, 405 
rules and regulations of, changed, relating to 
accreditation committee, 1, 16 
approval of schools and classes for adults, 5, 212-13 
automobile driver education and training, 5, 213 
bachelor of education degree, 5, 214 
credentials: health standards required for applicants for, 5, 214; provisional, 
for general elementary, general secondary, pilot teacher education 
programs, and teaching of exceptional children, 7, 270-72; separate, 
for child welfare and supervision of attendance, school psychometrist, 
and school psychologist, 7, 271; supervision, 11, 406-07 
health standards required of applicants for credentials and for renewal of 
credentials, 5, 214 
operation and construction of school busses, 9, 348 
pay plan for state colleges, 9, 348 
record of enrollment and scholarship, 2, 63-64 
rental of student housing and facilities, 2, 58 
residence requirement for certain baccalaureate degrees, 5, 213 
separate credentials for certain teaching fields, 7, 271 
special schools and classes for mentally retarded minors, 2, 64 
summer session credit authorization, 5, 214 
State Central Committee on Social Studies, report of, 12, 431-36 
State colleges: advisory board members appointed for, 2, 62; 7, 270; 11, 407; change 
in rules and regulations pertaining to pay plan for, 9, 348; changes in rules 
and regulations pertaining to vacations for employees of, 10, 375 
State Curriculum Commission, members appointed to, 2, 62; 9, 348 
State De t of Finance, statistics by, 5, 151; comments by Chief of Audits 
ivision of, on school audits, 11, 391 
State List of High School Textbooks: (December, 1955 edition), additions to, 1, 
age. > 103-04; 4, 137-38; (July, 1956, edition), additions to, 10, 379-80; 
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State school building aid, rules and regulations pertaining to application for, 
amended, 4, 135-36; statistics on construction under, 6, 239-40 : 

State School Fund, apportionments of, for the fiscal year, 1955-56, 9, 337-42; prin- 
os apportionment of, 1956-57, 12, 437-43; special purpose apportionment 
of, 1955-56, 3, 72-74 

Statement of policy on schooi sites, communication from Bureau of School Plan- 
ning, 5, 204-06 ; ane e : 

Stone, James C., appointed Director of Teacher Education, Unive: of California, 
6, 242-43; author of articles: “Certification in ‘ornia Public Schools, 
fuly 1, 1954, to June 30, 1955,” 3, 75-90; “Progress Report on Teacher 

i t,” 2, 33-40; “Spring Conference of the ornia Council on 

Teacher Education, 1956,” 8, 283-300; “Summary of the Fresno Conference 
of the California Council on Teacher Education, 1955,” 4, 123-29; “Teachers 
for Tomorrow’s Children: A Summary,” 5, 151-55; author of L t 
bulletin, announced, 12, 444 (See Teachers for Tomorrow’s Children . . .) 

Stolz, Herbert R., M.D., retirement of, 9, 343 __ o 

Student housing and facilities, rules and regulations yen - to, 2, 58 : : 

“A Study of the June 1955 Graduates of Public High Schools in Certain California 
Counties,” by H. H. Semans, T. C. Holy, and L. H. Dunigan, 12, 417-30 

Summers, Herbert E, communication from, regarding termination of educational 
benefits to veterans, 5, 206-07 . c ; 

“A Summary of the Fresno Conference of the California Council on Teacher Edu- 
cation, 1955,” by James C. Stone, 4, 123-29 

Summer camps, positions, 5, 215 : 

Summer sessions, credit authorization for, changed, 5, 214; field study in conserva- 
tion, during, 3, 107-08; special opportunities for school personnel in, 1956, 
5, 156-98 

Superintendent of Public Instruction: appointments by, to boards and committees, 
2, 62; 7, 270; 11, 407; to State Curriculum Commission, 2, 62; 9, 348; to 
Department staff, 1, 12; 2, 58; 4, 136; 6, 243; 7, 268-69; 8, 318; 9, 344-45, 
350; 10, 376-77; 11, 397-98; 12, 448-49; “Departmental Communications” 
from: 1, 12; 2, 58; 4, 135-36; 5, 199-203; 6, 242-44; 7, 267-69; 8, 318; 9, 343-45; 
10, 375-77; 11, 397-98; 12, 448-49; regulations adopted by, 4, 135-36; 5, 
199-203; 7, 267-68; 10, 375-76; 11, 397; for addresses and articles by (See 
Simpson, Roy E.) 

Supreme Court (See California Supreme Court) 

Swimming pools, school-community, planning of, Department publication on, an- 
nounced, 2, 60 

Taft, John A., appointed Consultant in Guidance, 9, 344 

Tancreto, V. J., coauthor of article on driver training, 11, 392-96 

Tashnovian, Peter J., coauthor of “Enrollment in California Public Schools, ... ,” 
as of October 31, 1955, 2, 41-57; as of March 31, 1956, 8, 301-17; Salaries 
of Certificated Employees in California Public Schools, 1955-56, Department 
publication, 6, 244 

Teacher education: criticisms of, 8, 283-300; in relation to junior colleges, 4, 125; 
8, 298-299; reports of California Council on, 4, 123-29; 8, 283-300; scholar- 
rece 1, 19; social foundations of, 4, 124-25; summer session offerings in, 

Teacher placement agencies, directory of, 12, 453-55 

Teacher recruitment: committee report on, for the California Council on Teacher 
Education, 8, 296-97; need for, 5, 151-55; organization of 1956 clinics for. 
10, 369-72; progress report on, 2, 33-40; resolution on, by State Board of 
Education, 5, 211-12 

“Teacher Recruitment Clinics, 1956,” article, by Blair E. Hurd, 10, 369-72 

Teachers: awards, contests and fellowships for, 1, 19; 2, 64-65; 5, 216; 7, 274; 9, 352; 
exchange program of, 11, 409; regulations pertaining to credentials for, 
changed, 5, 214; 7, 270-72; 11, 406-07; regulations pertaining to pay plan 
for, in state colleges, changed, 9, 348; supply of and demand for, 2, 33-40; 
5, 151-55; 10, 369-72; 12, 444 

“Teachers for Tomorrow’s Children: A Summary,” article, by James C. Stone, 
5, 151-55 
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Teachers for Tomorrow's Children: A Stud. af the Supply of and Demand for 
Certificated Personnel in California Public Schools, 1955-56, with Forecast 
for 1965-66, Department bulletin, announced, 12, 444 

A Teachers Guide to Education in Early Childhood, “smal publication, an 
nounced, 12, 445 

Teachers Retirement Board, regulations adopted by, pertaining to contributions 
and crediting of service, 9, 350-51 

Teaching aids: American folklore material, 11, 410; bulletin on prisoners of war, 
11, 410; geographical bulletins, 10, 382; map of world’s resources, 6, 245; 
pamphlet on the history and use of glass containers, 9, 352; proofs of “Law 
in Action” and “Law in the News,” 11, 408; railroad reference booklet, 
9, 351; study unit on the subject of a unified Europe, 5, 215; TV Library, 

, 109 


Termination of educational benefits to veterans, communication from Bureau of 
Readjustment Education on, 5, 206-07 

Testing program for teacher education institutions, announced, 12, 456 

Textbooks, elementary: adopted, in arithmetic, 7, 273; in history and geography, 
5, 211; 7, 273; call for bids for, in music, 2, 62 

Textbooks, high school, official list of: additions to 1955 edition of, 1, 12-13; 3, 
103-104; 4, 137-38; July, 1956, edition, additions to, 10, 379-80; 12, 446-47 

Textbooks and Publications, Bureau of, communications from, 1, 12-13; 2, 59-60; 
3, 102-03; 5, 277-80; 6, 244; 10, 379-80; 12, 444-47 

“A Three-year Report of Expenses ‘and State Allowances for Automobile Driver 
Training,” by Ray H. Johnson and V. J. Tancreto, 11, 392-96 

Tuition for nonresident students, definitions of expense for purposes of computing, 
7, 267-68 

Unification of school districts: rogress in, 6, 233-37; statement of policy on, 
adopted by State Board of Education, 4, 143 

Unified districts, formation of, 11, 404 

The Unified School District in California: A Co- - erative Study A Members of 
the Staff of the Department of Education, U niversity of C ie 
ley, and the California State Department of Education, Department bull 
announced, 12, 444 

Vail, a i S., appointed District Supervisor, Bureau of Vocation Rehabilitation, 

269 


Vasche, fs Burton, reappointed Associate Superintendent of Public Instruction; and 
Chief, Division of State Colleges and Teacher Education, %, 350 

Vending stands for the blind, regulations pertaining to, changed, 2, 58 

Veterans, educational opportunities for war orphans of, 12, 457; scholarships for 
children of, from American Legion, 12, 456; termination of educational 
benefits for, 5, 206-07 

Visually handicapped, education of, 1, 3-11; conference on, 1, 23; appointment of 
Consultant in, 11, 397-98 

Walker, James ~ appointed Regional Supervisor, Bureau of Vocational Rehabili- 
tation, 7, 269 

Waterman, Ivan R. (See Textbooks and Publications, Bureau of) 

Watson, Charles W., author of article, “Education of Visually Handicapped Chil- 
dren in California,” 1, 3-11 

Western Institutional Teacher Placement Association, officers of, 12, 453 

Whinnery, John C., address by, on professional education, 8, 2 

Wicklander, Edgar B., appointed Assistant Bureau Chief, School Apportionments 
and Reports, 1, 449 

Wilkes, Harold A., appointed Rehabilitation Counselor, 10, 377 

Willenberg,, Emest P., temporarily appointed Chief, Bureau of Special Education, 


Wilson, Hal T., MD., » appoint District Medical Consultant, 4, 136 
Wren, Dale P., Sgt Administrative Assistant to the Superintendent of Public 
Instruction, 12, 449 
Wright, Frank M., author of “Changes in Aa cg: School District Tax Election 
Law,” 4, 119-22; “Enrollment, Pupils on_Half-day Sessions and Classroom 
yy in California,” 6, 239-41; “The Function of a School Audit,” ll, 
° 
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